AMENDMENT NO. 1 AUGUST 2020 
TO 


IS 6623 : 2004 HIGH STRENGTH STRUCTURAL 
NUTS — SPECIFICATION 


(Second Revision ) 


[ Page 2, Table 1, SI No. 1x), Col (6) | — Substitute the following for the 
existing values: 


Max 36.0 
Min 35.0 


(PGD 37) 
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